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COUNTRY USSR (Estonian SSR) 



SUBJECT .Sew Fewer Plant aid Oil Shale Hine . MQ. QF PAGES ? ... q 0 

at Atme 



The afw powep plant is about 180 meters southeast of Atm® 
(2702'J”E/59 0 i8 ’N) , Estonian SSR, west of Jane No 10, 



a. The mine had the official numerical designation 10. 

It was built during the German occupation, the separating 
plant and the framework of the power plant being completed 
at the same time. Originally an oil plant was to be in- 
stalled in the building of the power plant. 


b. The following were built and furnished by German PWs, 
tetwegyji 1945 and 1947: The separating plant, the ramp 
with the loading tower, a workshop called "Mechanic" and 
the so-called "Kombinat". The power plant was still being 
mguipped in November 1949. It was a concrete building 
Sfx40x90 meters. A£ter 3 meters had been added to its 
height, the boilers (four lying boiiers, 15 meters long and 
3 meters in diameter) were installed on the second floor, 

the four turbines were installed on the ground floor. 
t\D ' million Sketch see Annex. 


3* Work Force 


A total of 1,000 FWs and 300 civilian workers. 
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jp Kombinat* U-shaped five-story building, frontage 75 metei^ length of wings 55 meters. 
Shaft No 2, used by personnel only. 

||» Loading tower. 

It* Ramp 

m fewer plant, four boilers and four turbines. 

^Ifeur-story separating plant, 35 xl 80 m, with tipping plants for mine trucks, conveyor 
belts, and Shaking screens. 

7* Shaft no. 1, elevator shaft with elevator tower, 30 meters high; about 90 meters 
ieepj 7 galleries radiate from the shaft, the longest being 7 km long t All the 
galleries are provided with double tracks on which electric locomotives operate. 

& second .mine level is projected at a depth of iho m. 

B. Mechanical WQrks hop "Mechanic", 30xll;0m, equipped with about 100 machine tools. 

?♦ nr Camp No 7135/1. 
lb; Ventilation shaft.' 
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